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PROGRAM FOR PERIOD 6-23 


U THIS REPORT COVERS PROGRESS 0 N [ 

JULY 64 * 

2a A SERVICE BULLETIN HAS BEEN INITIATED AND COMPLETED 

PRODUCTION MODEL IN ARTICLE 13 U 


25X1 A ALLOWING OPERATION OF THE 


25X1 A 


THE PROTOTYPE MODEL WILL B£ MODIFIED TO OPERATE WITH THESE NEW 
CABLESo THIS MODIFICATION IS ANTICIPATED TO BE COMPLETED ON OR 
ABOUT 23 AUG 64 a 

3* ADDITIONAL GROUND CHECKS WITH INS HAVE BEEN ACCOMPLISHED 
PRODUCING SIMULATED RECORDINGS FOR DATA ANALYSIS CHECKOUT AT 
HOME BASEo 

4 0 NO ADDITIONAL SENSORS HAVE BEEN INSTALLED SINCE 6 JULY* 
5 0 PRE-ANALYSIS OVERLAY OF THE TEST ENVIRONMENT HAVE BEEN 

STARTED and WILL 3E completed before first test, 

IS RECEIVING MAXIMUM COOPERATION. 


7, THE ANTICIPATED DATE OF THE INITIAL ENVIRONMENT TEST IS 
ON OR ABOUT 5 AUG 64. 
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